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WINDOW & DOOR PLAN 

855 SF SECOND STORY SCal@: 1 / 4 * 1 1 '“ 0 ^ 


Single Glazing: 75.84NW, 37.92NE, 00.00SE 37.92SW 
Triple Glazing: 311.46NW, 204.50NE, 108.00SE, 137.91SW 
Total Glazing: 387.30NW, 242.42NE, 108.72SE, 175.83SW 


TOTAL GLASS AREA = 914.27 SF Net Glass Area 

3461SF Total heated space (Garage is Not heated) 
Percent of Glass = 26.4% of Total floor area. 

Note : 

1. All Operable Windows and Sliding Glass Doors shall 
be supplied with screens. 

2. All Sliding Doors shall be tempered Glass. 

3. All Glazing within 18" of a walking surface and 
12" of a door shall be tempered. 

4. Type : Operable = X, Fixed = 0. 

5. Hinge: RH = Right hand, LH = Left hand. Hinge viewed 
from outside. 

6. Shop Drawings shall be submitted to Architect on all 
"special" made windows. 

7. Seacoast package installation on all Pella windows 
and doors. 

8 . “Slimshade color to be Oyster White. 

9 . CAUTION: HEAD HEIGHTS OF WINDOWS ARE NOT STANDARD. 
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# Location 

Width x Height 

Glass 

Tempered 

Thermopane 

Type 

Hinge 

Remarks 

Pella § 

B ENTRY 

Pr8 ' -0 " x 8 1 -0 "SEE DOOR SCHEDULE 

NO 

XX 

LH,RH 

CUSTOMWOOD ZUNI 

SPECIAL 

2 LIVING 

3 ' -4-3/4 " x6 ' -6-1/4 

" 14.17SW 

NO 

NO 

O 

Fixed 

CladCornerSpecial 3 072 CF ( verif ysize ) 

3 LIVING 

1 

i 

3 1 -4-3/4 " x6 1 -6-1/4 

" 14.17NW 

NO 

NO 

O 

Fixed 

CladCornerSpecial 3 072CF (verif ysize ) 

4 LIVING 

3'-ll-l/2"x6' -6-1/4 

" 19.83NW 

NO 

YES 

O 

Fixed 

Clad Casement 

42 7ZCC 

5 LIVING 

3 * -11-1/2 "x6' -6-1/4 

" 19.83NW 

NO 

X 

O 

Fixed 

Clad Casement 

4 2 72.CC 

6 LIVING 

3 ' -11-1/2 "x6 ’-6-1/4 

" 19.83 NW 

NO 

YES 

0 

Fixed 

Clad Casement 

4 2 72CC 

7 LIVING 

3 1 -4-3/4 " x6 1 -6-1/4 

" 14.17NW 

NO 

NO 

O 

Fixed 

CladCornerSpecial 3072CF ( verif ysize ) 

8 LIVING 

3 ' -4-3/4 " x6 '-6-1/4 

" 14.17NE 

NO 

NO 

O 

Fixed 

CladCornerSpecial 3072.CF (verif ysize ) 

9 LIVING 

Pr7' -11-3/8 "X7-11-3/8 

" 54.08NE 

YES 

YES 

xo 

F , RH 

Clad Slider 

1 X 0-43CS-8 

10 DINING Trll 1 -11-3/8 "X7-11-3/8 

" M . 1 £NW 

YES 

YES 

OXO 

f,rh,f 

' Clad Slider 

OtO- 43CS-8 

11 KITCHEN 

9 1 -9-1/2 "x4 '-11-3/4 

" 38.25NW 

NO 

YES 

XOX 

LH , F , RH Clad Casement 

2454CC-5454CC-2454CC 

12 KITCHEN 

3 '-l-l/2"x4 '-11-3/4 

" 11.25NW 

NO 

NO 

O 

Fixed 

CladCornerSpecial 3054CC (verif ysize ) 

13 KITCHEN 

3 '-l-l/2"x4 '-11-3/4 

" 11.25NE 

NO 

NO 

O 

Fixed 

CladCornerSpecial 3054CC ( verifysize ) 

14 KITCHEN 

4 '-10-l/2"x4 '-11-3/4 

" 18.00NE 

NO 

YES 

XX 

LH , RH 

Clad Casement 

2454CC2 

15 BREAKFAST 

2 '-l-l/2"x5 '-5-3/4" 

8.33NE 

NO 

YES 

X 

RH 

Clad Casement 

2060CC 

16 BREAKFAST 

4 '-5-l/2"x5 '-5-3/4" 

20 . 00NE 

NO 

YES 

0 

Fixed 

Clad Casement 

4860CC 

17 BREAKFAST 

2 '-l-l/2"x5 '-5-3/4" 

8.33NE 

NO 

YES 

X 

LH 

Clad Casement 

2060CC 

18 LAUNDRY 

2'-l-l/2"x4 '-5-3/4" 

6.67NE 

NO 

YES 

X 

RH 

Clad Casement 

2048CC 

19 BATH 4 

2 '-l-l/2"x5 '-5-3/4" 

8.33NE 

NO 

YES 

X 

RH 

Clad Casement 

2060CC 

20 BED 4 

4 '-2-l/2"x5 '-5-3/4" 

16 . 67NE 

NO 

YES 

XX 

LH,RH 

CldCsmntw/EgressHdwre2060CC2 

21 GARAGE 

6 '-3-l/2"x4 '-11-3/4' 

' nic 

NO 

NO 

XOX 

LH , F ,RH Clad Casement 

2054CC3 

22 BED 4 

4 '-2-l/2"x4 '-5-3/4" 

13.33SW 

NO 

YES 

XX 

LH,RH 

Clad Casement 

2048CC2 

23 HALLWAY 

2 '-l-l/2"x5 '-5-3/4" 

8.33SW 

NO 

YES 

0 

Fixed 

Clad Casement 

2060CC 

24 HALLWAY 

2 '-l-l/2"x5 '-5-3/4" 

8.33SW 

NO 

YES 

X 

RH 

Clad Casement 

2060CC 

25 DEN 

2 '-l-l/2"x5 '-5-3/4" 

8.33SE 

NO 

YES 

X 

LH 

CldCsmntw/Egres sHdwre2 0 6 0CC2 

26 DEN 

2 '-l-l/2"x5 '-5-3/4" 

8.33SE 

NO 

YES 

X 

LH 

Clad Casement 

2060CC 

27 HALL>BED3 

4 '-2-l/2"x5 '-5-3/4" 

16 . 67NE 

NO 

YES 

ox 

F , LH 

Clad Casement 

2060CC2 

28 BED 3 Pr5'-ll-3/4"x7 '-11-7/8" 

39.25SW 

YES 

YES 

ox 

F , RH 

Clad Slider 

OX-31CS-8 

29 BED 3 

2 ' -1-1/2 "x2 ' -1-1/2 " 

2.78SE 

NO 

YES 

X 

LH 

Clad Casement 

2020CC 

30 BED 3 

2 '-l-l/2"x5 '-5-3/4" 

8.33SW 

NO 

YES 

X 

RH 

Clad Casement 

2060CC ( Slimshade ) 

31 BATH 3 

2 '-l-l/2"x5 '-5-3/4" 

8 . 33SW 

NO 

YES 

X 

RH 

Clad Casement 

2060CC (Slimshade ) 

32 BATH 2 

2 '-l-l/2"x5 ’-5-3/4" 

8 . 33SW 

NO 

YES 

X 

RH 

Clad Casement 

2060CC (Slimshade ) 

33 BED 2 

2 '-l-l/2"x5 '-5-3/4" 

8.33SW 

NO 

YES 

X 

RH 

Clad Casement 

2060CC ( Slimshade ) 

34 BED 2 

3 '-l~l/2"x5 '-5-3/4" 

12.50SW 

NO 

NO 

0 

Fixed 

CladCornerSpecial 3060CC (verifysize ) 

35 BED 2 

3 '-l-l/2"x5 '-5-3/4" 

12.50NW 

NO 

NO 

0 

Fixed 

CladCornerSpecial 3 06 0CC (verifysize ) 

36 BED 2 Pr5 , -ll-3/4"x7 , -11-7/8" 

39 .25NW 

YES 

YES 

xo 

RH , F 

Clad Slider 

XO-31CS-8 

3 7 ENTRY 

2 ' -1-1/2 "x2 ' -1-1/2 " 

2 . 78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

38 ENTRY 

2'-l-l/2"x2 '-1-1/2" 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

39 ENTRY 

2 '-1-1/2 "x2 '-1-1/2" 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

40 ENTRY 

2 '-l-l/2"x2 '-1-1/2" 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

41 ENTRY 

2'-l- 1/2 "x2 '-1-1/2" 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

42 ENTRY 

2 '-l-l/2"x2 '-1-1/2" 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

43 STAIRWAY 

2 '-l-l/2"x2 '-1-1/2" 

2 . 7 8SE 

NO 

YES 

X 

RH 

Clad Casement 

2020CC 

44 STAIRWAY 

2'-l-l/2"x2 '-1-1/2" 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

45 STAIRWAY 

2'-l-l/2"x2'-l-l/2" 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

46 STAIRWAY 

2 ' -1-1/2 "x2 * -1-1/2 " 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

47 STAIRWAY 

2 '-l-l/2"x2 '-1-1/2" 

2.78SE 

NO 

YES 

X 

RH 

Clad Casement 

2 02 0CC 

48 STAIRWAY 

2 ' -1-1/2 "x2 ' -1-1/2 " 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

49 STAIRWAY 

2 '-1-1/2 "x2 '-1-1/2" 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2 02 0CC 

50 STAIRWAY 

2 '-1-1/2 "x2 '-1-1/2" 

2.78SE 

NO 

YES 

X 

RH 

Clad Casement 

2020CC 

51 STAIRWAY 

2 '-l-l/2"x2 '-1-1/2" 

2.78SE 

NO 

YES 

0 

Fixed 

Clad Casement 

2020CC 

52 STUDIO 

2 ' -1-1/2 "x2 ' -1-1/2 " 

2.78SE 

NO 

YES 

X 

RH 

Clad Casement 

2020CC 

53 STUDIO 

2 '-1-1/2 "x2 '-1-1/2" 

2.78SE 

NO 

YES 

X 

LH 

Clad Casement 

2020CC 

54 STUDIO 

7 '-3-l/2"x4 '-11-3/4" 

27.00SW 

NO 

YES 

XOX 

nu Tri y tj 

Kil f Jo f JLiIj 

[ Clad Casement 

2454CC3 

1 55 STUDIO 

3 '-1-1/2 "x4 '-11-3/4" 

11.25SW 

NO 

NO 

0 

Fixed 

CladCornerSpecial 

3 05 4CC (verifysize ) 

56 STUDIO 

3 '-l-l/2"x4 '-11-3/4" 

11 . 25NW 

NO 

NO 

0 

Fixed 

CladCornerSpecial 

3 05 4CC (verifysize ) 

57 STUDIO Pr5 1 -11-3/4 "x7' -11-7/8" 

3 9.25 NW 

YES 

YES 

ox 

Slider 

Clad Slider 

OX-31CS-8 

58 M. BED Trl2 ' -2-1/2 "x7 ' -11-7/8 " 

81.12 NW 

YES 

YES 

OXO 

Slider 

Clad Slider 

OXO-31CS-8 

59 M.BED 

3 '-l-l/2"x5 '-5-3/4" 

12.50NW 

NO 

NO 

0 

Fixed 

CladCornerSpecial 

3 06 OCC (verifysize ) 

60 M.BED 

j 

3 '-l-l/2"x5 '-5-3/4" 

12 . 50NE 

NO 

NO 

0 

Fixed 

CladCornerSpecial 

3060CC (verifysize ) 

! 61 M.BED 

7'-3-l/2"x5 '-5-3/4" 

30.00NE 

NO 

YES 

XOX 

LH , F , RH 

Clad Casement 

2460CC3 

62 M. BATH 

6'- l-3/4"x3 '-5-1/2" 

17. 00NE 

YES 

YES 

0 

Fixed 

Clad Casement 

6836 CC 

63 M . BATH 

2 '-1-1/2 "x2 '-1-1/2" 

2 . 78NE 

NO 

YES 

X 

RH 

Clad Casement 

2 02 OCC 

64 M. BATH 

2 '-l-l/2"x2 '-1-1/2" 

2.78NE 

NO 

YES 

X 

LH 

Clad Casement 

2020CC 

65 M . BATH WC 

2'-l-l/2"x2'-l-l/2" 

2.78SE 

NO 

YES 

X 

RH 

Clad Casement 

2020CC 

66 M . BATH WC 

2 , -l-l/2"x5 , -5-3/4" 

£.3$ SW 

NO 

YES 

X 

RH 

Clad Casement 

20&0CC 

67 M.BED 

2'-l-l/2"x2 '-1-1/2" 

2.78SE 

NO 

YES 

X 

RH 

Clad Casement 

2020CC 

68 M.BED 

2 ' -1-1/2 "x2 ' -1-1/2" 

2 . 78SE 

NO 

YES 

X 

LH 

Clad Casement 

2020CC 

j 69 M.BED 

2 , -1-1/2"x2'-1-1/2" 

2.78SE 

NO 

YES 

X 

RH 

Clad Casement 

2 02 OCC 

70 KIT. HALL 

3 '-1-3/4 "x6 '-8-5/8" 

16.26SW 

YES 

YES 

X 

RH 

Clad French Trad. 

0-31CS 




